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DIRECTOR OF CENTRAL INTELLIGENCE 


Security Committee SECOM-A-219 


23 May 1979 


AGENDA 
Two Hundred and Twenty Second Meeting 
Wednesday, June 6, 1979, 1000 Hours 
Room 9A135, NSA Headquarters Building 
Ft. Meade, Maryland 


1000 Hours Address by Director, NSA 
1030 Hours Technical Security Threats 
1200 Hours Lunch - NSA Cafeteria 
(Optional) 
1330 Hours Laboratory Demonstratio 
(Optional) 
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